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SECOM-D-169 
26 July 1976 


MEMORANDUM FOR: Deputy to the DCI for the Intelligence 


Comraunity 

FROM : STAT 
Executive Secretary, Security Committee 

SUBJECT : Biweekly Report on Implementation of Executive 


Order 11905 Secrecy Procedures 


1. This memorandum is in response to your request for a 
biweekly report as to how Intelligence Community organizations 
are implementing the new secrecy procedures called fr by E.O. 11905, 


2. The DCI Security Committee is again preparing a revised 
draft DCID incorporating changes recommended by the members. 
This draft will be sent to CIA/OGC, for a legal STAT 
opinion, which by his estimate sho @ completed by 6 August 
1976, The package will then be forwarded for NFIB consideration. 
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SECOM-D-165 
12 July 1976 


MEMORANDUM FOR: Deputy to the DCI for the Intelligence 
Community 


FROM STAT 


oo 


Executive Secretary, Security Committee 


SUBJECT : Biweekly Report on Implementation of Executive 
Order 11905 Secrecy Procedures 


1. This memorandum is in response to your request for a 
biweekly report as to how Intelligence Community organizations are 
implementing the new secrecy procedures calied for by E.O. 11905. 


2. The DCI Security Committee prepared a revised draft 
DCID incorporating the changes recommended by member agencies 
of the Intelligence Community. This draft DCID is now being 
coordinated throughout the community once again. Comments now 
being received show the major area of disagreement to be still in 
the classified sources and methods area. 


3. When all comments are received by the Security 
Committee, the draft DCID will be forwarded for NFIB consideration. 
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